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Module 5-1

Lesson Topic 5-1-2

Once the location reference designator has
been identified, the next step is to deter-
mine the test point location by interpreting
the reference designator code.

The following is a breakdown of an example
reference designator to show what each part
represents.

Reference designator

major unit

circuit card or
module

Terminal board #1

Pin #5 of terminal
board #1

A3 A3TB1-5

Some test points are  located externally
of the major unit and use test jacks.     These
test  jacks are  identified  in  a  similar
manner.
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